Department  of  Applied  Mechanics 
Faculty  of  Applied  Science  and  Engineering 

University  of  Toronto 
Toronto,  Canada 


Toronto  Sept.  24th  1913. 


Dr.  R.  A.  Palconer, 

President,  University  of  Toronto. 

Dear  Mr.  President:- 

I  beg  to  recommend  as  Demonstrator  in 
Applied  Mechanics  for  the  present  year  - 
Mr.  R.  J.  Marshall,  B.  A.  Sc. 

Mr.  Albert  Young,  B.  A.  Sc. 
the  former  at  a  salary  of  $1100.00  and  the  latter  at 
$900.00  as  provided  in  the  Estimates. 

Yours  respectfully, 


Assoc.  Professor  of  Applied  Mechanics 


Department  of  Applied  Mechanics 
Faculty  of  Applied  Science  and  Engineering 
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University  of  Toronto 
Toronto,  Canada 


Toronto  Sept.  24th  1913 


Dr,  R.  A.  Palconer, 

President,  University  of  Toronto. 

Dear  Mr.  President: - 

I  beg  to  recommend  for  reappointment 
John  J.  Drown  as  laboratory  attendant  in  the  Department 
of  Applied  Mechanics.  The  salary  of  $400.00  is 
provided  for  this  position. 


Yours  truly, 


Assos,  Professor  of  Applied  Mechanics. 


